Mm ty NEXT TO DAYLIGHT a. a 


BELESIIALITE 


REG hsneeD AND PATENTED 


moO WER WN E 


Mm LIGHTING GLASSWARE a 


a ¢ ap 1 
ni’ y a 
ae) Pe te 
ra Ban 












GLEASON-TIEBOUT GLASS COMPANY  cetestiaute vivision 200 5™ AVENUE, NEW YORK 


aaa are Ss Se ee 
2 TSI TTS 
a a a a 





Digitized by the Internet Archive 
in 2022 with funding from 
Columbia University Libraries 


https://archive.org/details/nexttodaylightceO0Oglea 
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of fixtures illustrated will be supplied on request. 
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Copyright 1930 
Celestialite Division 
GLEASON-TIEBOUT GLASS COMPANY 
200 Fifth Avenue 

New York 


UT A FEW YEARS BACK, modernism in decoration was 
a vogue. Today, skyscrapers reaching upward far beyond 


the dreams of the ancient tower-builders of Babel—sky- 





scrapers, the guide and gauge to building trends, have 
gone modern! Modernism is no longer a vogue, but has taken a 
definite, a final place in architectural design and decoration. “\ 
Just as the exteriors of magnificent buildings have been touched 
by the modern trend, so have the interiors, and nowhere has the 
striking simplicity, the distinctive character of modern decoration, 
been so smartly interpreted. In lighting effects especially, the most 
unusual decorative results have been achieved. For an interior 
gracefully, tastefully appointed with the correct lighting glassware 
has a compelling charm. “~\Y AQ AQ AQ AH AQ AH AN 
Both the architect and the lighting industry are one in realizing 
keenly the extraordinary possibilities of the modern treatment in 
lighting ware. The greatest difficulty, however, has been to main- 
tain proper and adequate illumination under this new scheme of 
decoration. AQ AR AR AR AW AQ AH AH AH AY 
This difficulty was quickly surmounted when Celestialite, the next- 
to-daylight lighting glass, brought maximum lighting efficiency to 
modern design. AQ AQ AQ AH AH AH AH AY AN 


Not only the illuminative powers of Celestialite, but also the dis- 
tinguished beauty of the globes themselves (designs of which are 
on the following pages) stamp this correct lighting glass as the most 
effective of its kind available. ~ QW AQ AW AW AQ AQ AN 
The varied applications to which these designs may be put, the 
unusual combinations, the startling aptness with which each 
blends with the other in extensive installations, give Celestialite’s 
modern globes, a versatility that is but one of their chief dis- 
tinctions. SSN ESSN GOSS SN NSN EONS SNS (NSN 
Celestialite’s effective illumination, due to its scientific three-layer 
construction, is a by-word in the industry. In stores (and the great- 
est in the nation use Celestialite) proper lighting is a vital asset in 
selling merchandise. In schools, Celestialite has afforded a positive 
economy of eyesight relieving strain that so enervates and weakens 
the student. In offices, increased efficiency may be traced to the 
better light produced by Celestialite. In the hospital, the soft, 
kindly radiance of Celestialite provides comfort, and cheer for 
both patient and staff. “QW AQ AQ AQ AQ AH AQ AN 


Celestialite in modern designs therefore offers to the lighting in- 





dustry an opportunity as well as a productive Nally 
» eS 





rye source of profit, a new clientele as well as a ZW: 
Pre new story to the old. AQ AQ AQ AQ AN as 


THE 11584-11594—A MODERN DESIGN OF 


rY\HE fine simplicity, the classic 

Grecian manner of this striking 
modern design adapts it perfectly to 
every type of interior. It is at once 
stately and intimate, conveying both 
a dignity and a decorative charm. 


1584. 
In two sizes 
64x14 x4 
10 x 20%x 6 
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* 11584. - 
113g x 114 x6 





CLASSIC BEAUTY, PLAIN AND DECORATED 


See Se ee 
PA at ’ 
assole 


SONY 


i} 
LN { 
‘ By 


STII, 


294: 


In two sizes 
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THE 11585 - 11598 - 11602 m m NEW, 


H ERE are three other Celestialite 
achievements, designed in the mod- 
ern manner of a brilliantly cut diamond. 
Viewed from every angle, 11585, 11598, 
and the 11602 present a striking series of 
effects, wholly novel, delightfully appeal- 
ing. The modern treatment is extremely 
simple and is thus in faultless taste. 


For close-up ceiling purposes use the 


11598, being the bottom of 11585. 
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- 11598 - 


1414 diameter, 614 deep, 11 straight fitter. 


STRIKING, BRILLIANT DESIGNS 
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Bottom view 
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11585, 
being similar. 









@® mm THE 11550-11580 a» #H 


_‘UITABLE designs of close-up ceiling 
\/ bowls for low ceiling, balcony or 
other unusual places requiring units of 
modern feeling. 

* Aaa © 
10 inches diameter, 314 inches deep 
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These bowls furnished with hole in bottom 


and also decorated in colors if desired. 


loos 
Square bowl, 12 on side 
41% deep with lip. 
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Side view 








THE 10630 m A DISTINCTIVE DESIGN 
ACHIEVING MANY DELIGHTFUL EFFECTS 
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Side View 


Diameter 7, height 10°, depth from front 
to back at top 3% 
















‘ 
NV ANY effects are possible (= 
I with this unit. For wall ~~ 
pocket, chandelier, or pend- 
ant, this versatile design 
adapts itself with conven- 
ience to all interiors. 


Illustration above shows \ 
one effect produced by using 
four or more of the No. 


10630. 


CELESTIALITE 3 
3 LAYE RS 





(1) A layer of crystal clear transpar- 
ency—for body and strength. 


(2) A layer of white glass—to diffuse 
the rays and soften the light. 


(3) A layer of blue glass—to whiten 
and perfect the light. 


Celestialite is a perfected lighting glassware 
which, because of its three layers, provides 
the closest approach to daylight practical 
for general lighting. Celestialite gives a 
very satisfactory combination of adequate 
quantity of light with correct color and 
quality. The result is a marvelous soft, 
white light that safeguards the eyesight. 


This three-layer construction also. gives 
such unusual strength to Celestialite that 
replacement orders for breakage are rare. 
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COMMERCIAL DATA 


























































































































Page 6 
Catalog Diam. * Depth Holder Lamp 
No. Inches Inches Inches Wattages 
*11584 614” 14” 4’ 150 
11584. 113%” 11Yy” 6” 200 
*11584 10” 2074” 6”’ 300 
Page 7 
*11594. 614” 14” Al! 150 
11594. 1134” 114%” Gs 200 
*11594. 10” 207%” Gu | 300 
Page 8 
11585 14144” Ise 6”’ 300 
11598 1414” 614” 112 200 
Page 9 
11602 | 1934” | 174" | Sa | 500-750 
Page 10 
Catalog Diam. Depth Lamp 
No. Inches Inches Wattages 
11580 12” Square 414" with lip 150 
11550 Loe 34” 100 
11550 ese 434" 150 
11550 TA% 54” 200 
11550 Lee ay" 300 
11550 18” 634” 300-500 
11550 204 TM" 500 
11550 papa TY” 500-750 
11550 24)! TM” 750 
Page 11 
. Depth from . 
Catalog Diam. iy Height Lamp 
No. Inches front to back Inches _ Wattages 
at top—Inches 
10630 wis 374" 1054” 100 

















*Have lamp filament placed in center of cylindrical portion of globe. Best results 
obtained by using frosted bulb in 2074” size. 


PRICES ON REQUEST 
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